DOCKETED ITEMS     163

94904170111 Discusses Fire Protection Program Insp Rept 50-458/90-02 on 900122-26
& forwards notice of violation.Enforcement conference conducted to discuss util fail-
ure to fully implement fire protection program.

MAFmfiR.D. Region 4, Ofc of the Director. 90/04/06. DEDDENS.J.C. Gulf States
Utilities Co. 5pp. 53441:157-53441:163.

-9004170113 Notice of violation from insp on 900122-26.Violation noted: util did not im-
plement & maintain in effect ail provisions of approved fire protection program.
MARTIN.R.D. Region 4, Ofc of the Director. 90/04/06. 2pp. 53441:162-53441:163.

9004200706 Responds to violations noted in Ofc of Investigations Rept 4-88-027,per
Enforcement Action 90-043.Corrective actions: util auditing self-screening contractor
programs to assure compliance & audit will be evaluated for acceptability.
DEDDENS.J.C. Gulf States Utilities Co. 90/04/06. Document Control Branch (Docu-
ment Control Desk). 5pp. 53555:079-53555:084.

9004040223 NRC Info Notice 90-024, "Transportation of Model SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNN1NGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
90/04/10. Consolidated Edison Co. of New York, Inc. 63pp. 53380:105-53380:171.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSf.C.E. Division of Operational Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004180107 NRC Info Notice 90-026, "Inadequate Flow of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53541:062-53541:160.

R. Periodic operating reports & related correspondence

9004230S6S Monthly operating rept for Mar 1990 for River Bend Station, Unit 1.W/
900412 Itr.

BORNEMAN.K.R., ODELL.W.H. Gulf States Utilities Co. 90/03/31. 5pp. 53553:068-
53553:072.

S. Reportable occurrences, LERs & related correspondence

9004100220 Special repton 900227,Div III diesel generator shut down. Caused by high
leakage of fuel oil in return tubing attached to strainers 1EGF-STR3C & 1EGF-STR3F
causing possibility of fire.Tubing replaced & maint work order initiated.
ODELL.W.H. Gulf States Utilities Co. 90/03/27. Document Control Branch (Document
Control Desk). 3pp. 53350:079-53350:081.

9004160144 LER 90-005-00:on 900302,conditions affecting offgas pretreatment radi-
ation monitor identified.Caused by error in alarm setpointAlternative means of moni-
toring radioactivity provided at plant.W/900402 Itr.

ENGLAND.LA, ODELL.W.H. Gulf States Utilities Co. 90/04/02. 6pp. 53440:102-
53440:107.

9004200443 LER 90-007-00:on 900311,control bldg ventilation sys isolated & filtration
unit initiated.Caused by severe electrical transient. Performance of radiation monitors
improved prior to implementation of procedures.W/900409 Itr.

ENGLAND.LA., ODELL.W.H. Gulf States Utilities Co. 90/04/09. 4pp. 53534:047-
53534:050.

9004230336 LER 90-008-00:on 900315,main turbine generator tripped, resulting in reac-
tor scram.Caused by loss of field relay. Relay reworked & returned to svc after testing
& maint procedures revised.W/900416 Itr.

ENGLAND.LA., ODELL.W.H. Gulf States Utilities Co. 90/04/16. 4pp. 53541:187-
53541:190.

V. Operator Examinations

9004130301 Advises that next generic fundamentals exam section of written operator
licensing exam scheduled for 900606. Nomination Itrs should be sent by
900507.Sample nomination Itr encl.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/05. DEDDENS.J.C. Gulf States
Utilities Co. 3pp. 53424:258-53424:260.

DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1

G. Adjudicator/ correspondence

9004060307 Submits 26th quarterly status rept re const activities at plant.No significant
safety-related activities performed during First Quarter 1990.Limited engineering effort
continuing.

REYNOLDS.N.S. Washington Public Power Supply System. REYNOLDS.N.S. Bishop,
Cook, Purcell & Reynolds. #290 10191. 90/04/02. BLOCH.P.B., BRIGHT.G.O.,
HARBOUR.J. Atomic Safety and Licensing Board Panel. 1p. 53252:058-53252:058.

9004200173 Change of address on svc listWashington Public Power Supply Sys.* Re-
quests that mailing address on svc list for proceeding for Judge J Harbour be
changed as listed. Certificate of Svc encl.Sen/ed on 900417.

MCDOW.J. Atomic Safety and Licensing Board Panel. #290 10232. 90/04/10.
JULIAN.E.L Docketing & Services Branch. 2pp. 53425:050-53425:051.

DOCKET 50-461 CLINTON POWER STATiON, UNIT 1

F. Security, medical, emergency & fire protection plans

9004090022 Forwards Rev 9C to physical security plan.Rev does not decrease effec-
tiveness of planRev withheld (ref 10CFR73.21).

SPANGENBERG.F. Illinois Power Co. 90/03/27. Document Control Branch (Docu-
ment Control Desk). 1p. 53366:115-53366:115.

9004230327 Responds to Generic Ltr 90-01, "Request for Voluntary Participation in
NRC Regulatory Impact Survey." Util has not completed survey form provided in ge-
neric Itr but provides summary of key points made during 891106 meeting.
SPANGENBERG.F. Illinois Power Co. 90/04/11. Document Control Branch (Docu-
ment Control Desk). 4pp. 53560:343-53560:346.

9004230395 Rev 8 to "Clinton Power Station Emergency Plan."

KREISHER.D.L,   GREGG.S.D.   Illinois   Power   Co.   90/04/12.   230pp.   53551:240-
53552:150.

J. Insurance & indemnity Information

9003290165 Lists present levels of property insurance coverage & sources of
insurance.per 10CFR50.54(w)(2).

SPANGENBERG.F. Illinois Power Co. 90/03/19. Document Control Branch (Docu-
ment Control Desk). 1p. 53215:103-53215:103.

P. Operating license stage documents & correspondence

9003290124 Informs of current activities re restoration of shutdown svc water (SX) sys
to operabiiity following cleaning of Div I HX per Generic Ltr 89-13.SX sys to be re-
stored by returning sys flows to design values.

SPANGENBERG.F. Illinois Power Co. 90/03/20. DAVIS.A.B. Region 3, Ofc of the Di-
rector. 4pp. 53220:107-53220:110.

9003290102 Discusses util 890918 Itr re potential safety implications of rolling rnaint
schedule.per Allegation RIII-89-A-0042.Util urged to use quantitative analysis methods
for individual plant exam response to evaluate risk impacts of schedule.
GREENMAN.E.G. Region 3, Ofc of the Director. 90/03/22. PERRY.J.S. Illinois Power
Co. 3pp. 53215:321-53215:326.

9004090121 Forwards current status of implementation of USI at facility.Status summary
based upon licensee response to Generic Ltr 89-21 .discussions w/licensee & review
of available NRC records & info.

HICKMAN.J.B. Project Directorate III-2. 90/03/22. Project Directorate III-2. 53pp.
53356:024-53356:084.

9004160274 Forwards Amend 33 to License NPF-62 & safety evaluation. Amend adds
note to Tech Spec Table 3.3.7.5-1,Item 14, allowing inoperability of primary contain-
ment isolation valve position when electrically deactivated.

HICKMAN.J.B. Project Directorate HI-2. 90/03/29. SPANGENBERG.F. Illinois Power
Co. 3pp. 53429:054-53429:064.

-9004160276 Amend 33 to License NPF-62,adding note to Item 14 on Tech Spec Table
3.3.7.5-1 to allow inoperability of primary containment isolation valve position when
valve electrically deactivated in isolated position.
CRAIG.J.W. Project Directorate III-2. 90/03/29. 4pp. 53429:057-53429:060.

-9004160277 Safety evaluation supporting Amend 33 to License NPF-62.

* Office of Nuclear Reactor Regulation,  Director (Post 870411). 90/03/29. 2pp.
53429:061-53429:062.

-9004160279 Notice of issuance of Amend 33 to License NPF-62,adding note allowing
inoperability of primary containment isolation valve position indication when valve op-
erator electrically deactivated in isolation position.
H1CKMAN.J.B. Project Directorate III-2. 90/03/29. 2pp. 53429:063-53429:064.

9004170134 Submits supplemental response to station blackout rule.per NUMARC
900104 Itr requesting review of 890416 submittal. Util confirms that analyses conduct-
ed per established guidance.

SPANGENBERG.F. Illinois Power Co. 90/03/30. Document Control Branch (Docu-
ment Control Desk). 3pp. 53441:164-53441:166.

9004120091 Forwards Amend 34 to License NPF-62 & safety evaluation. Amend revises
administrative controls section of Tech Specs by deleting organizational charts & re-
views authority for Tech Spec required procedures.

HICKMAN.J.B. Project Directorate IH-2. 90/04/03. SPANGENBERG.F. Illinois Power
Co. 2pp. 53408:179-53408:194.

-9004120099 Amend 34 to License NPF-62,revising administrative controls section of
Tech Specs by deleting organizational charts, review authority for Tech Spec required

procedures & facility review group composition.
CRAIG.J.W. Project Directorate III-2. 90/

I/04/03. 10pp. 53408:182-53408:191.

-9004120103 Safety evaluation supporting Amend 34 to License NPF-62.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/03. 3pp.
53408:192-53408:194.

9004180190 Forwards list representing assessment of USI implementation & encour-
ages effort to complete unimplemented USIs.

HICKMAN.J.B. Division of Reactor Projects - III.IV.V & Special Projects (Post 870411).
90/04/03. SPANGENBERG.F. Illinois Power Co. 5pp. 53450:092-53450:096.

9004190068 Advises that 900129 response to Generic Ltr 89-13, "Svc Water Sys Prob-
lems Affecting Safety-Related Equipment," acceptable.Second response to itr expect-
ed.

HICKMAN.J.B. Project Directorate III-2. 90/04/05. SPANGENBERG.F. Illinois Power
Co. 2pp. 53526:083-53526:084.

9004230327 Responds to Generic Ltr 90-01, "Request for Voluntary Participation in
NRC Regulatory Impact Survey." Util has not completed survey form provided in ge-
neric Itr but provides summary of key points made during 891106 meeting.
SPANGENBERG.F. Illinois Power Co. 90/04/11. Document Control Branch (Docu-
ment Control Desk). 4pp. 53560:343-53560:346.

Q. Inspection reports, IE Bulletins & correspondence

9003290192 Responds to NRC 900216 Itr re violations noted in Insp Rept 50-461/89-
38.Corrective actionsrmaint supervision added critical points to existing maint work re-
quests & preventive maint activities & training program updated.
SPANGENBERG.F. Illinois Power Co. 90/03/19. DAVIS.A.B. Region 3, Ofc of the Di-
rector. 4pp. 53220:119-53220:122.k. Inc. 99pp. 53380:001-53380:104.
